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HYDERABAD , TUESDAY, JANUARY 16 , 2018 . 


NOTIFICATIONS BY HEADS OF DEPARTMENTS , Etc . , 


COMMISSIONER OF FOOD SAFETY 


IMPOSITION OF PROHIBITION ON MANUFACTURE, STORAGE , DISTRIBUTION , GUTKA / 

PANMASALA IN THE ENTIRE STATE OF TELANGANA . 


Notification No. 212/FSS - 1/ 2018 :- In exercise of the powers conferred under clause (a ) of Sub -section (2) 
of section 30 of Food Safety and Standards Act 2006 read with 2 .3.4 of Food Safety and Standards ( Prohibition and 
Restriction on sales )Regulation 2011 and in the interest of public health , the Commissioner of Food Safety , Telangana 
State hereby prohibits themanufacture , storage , distribution , transportation and sale of Gutka / Panmasala which 
contains tobacco and nicotine as ingredients and Chewing Tobacco products like Chap Tobacco, Pure Tobacco , 
Khaini , Kharra , Scented Tobacco , Flavored Tobacco packed in pouches / sachets / containers etc ., or by whatever 
name it is called in the entire state of Telangana for a period of One Year with effect from 10th January , 2018 . 


Hyderabad , 
06 -01- 2018 


A . SANTHI KUMARI, 
Principal Secretary to Government & 

Commissioner of Food Safety, 
Telangana State , Hyderabad . 
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